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SENTRY WI PRICE SCHEDULE 


SVII BASIC’ ~—60 Hz (9907) 


STD PERIPHERALS 


® Video Keyboard 
Terminal (8422) 
@ Mag. Tape 


SVII BASIC OPTIONS 


| PERIPHERAL OPTIONS 


® Medium Speed 
Line Printer (8427-10) 


(8420/8421 -20) bas - af 
; Be OC edae aad e Second Mag. (8421-21) 

: isc Memory (8410-10) ee 
| o $10,000 
MAINFRAME/ : eee 
= 

| 10MHz CONTROL vee able(s) 

| Oty___x $350 


e FST-II with 32K Memory 
@ 5 RVS Supplies 
(2 8013, 3 8014) 
© 3 DPS Supplies (8015) 
@ 1/O Module (8411-01) 
® Station Control & 
Mux 
® 10 Analog Ref. Buffers 
(8301) 
30 x 2048 Bit Local 
Memory (8321-09) 
8 Timing Generators 
(8322-01) 
High Voltage Drive 
Module (8403-02) 
@ 31-60 Pin High Voltage 
Exp (8403-02) 
e Software (2 8486) 
@ Diagnostics & Load 
Board (8335-02) 
® 1103 Program & 
Load Board (8336-01) 
@ 93410 Program & 
Load Board (8336-03) 
Manuals (8310-03) 
System (2 sets) 
Peripheral & Power 
Supply (1 set) 
Warranty 
18 Training Credits 


$201,500 


Delete Prices From Basic: 
@ Mag Tape $9,000 (8421-20) 
@ Card Reader $3,000 (8426) 


Computer Memory Exp 
16K x 24 Bits (8402) 
Oty x $4,500 (10 max) 


| i oo $ 
<a Data Set Interface (8415) 


Go $3,000 
|[EEE/488-1975 Digital 
Interface (8416) 
G $3,000 
Sequence Processor 
(8328) 
a $10,000 
Pattern Processor 
(8324) 
o $20,000 
Hardware Pattern 
Generator (8323-01) 
Q $3,000 
31 - 60 Pin 
Expansion (8302-02) 
Including 1 30 x 2048 
Local Memory Module 
0 $23,000 
Local Memory Exp. 
30 x 4096 (8321-09) 
o $5,000 

60 x 4096 (2 8321-09) 
0 $10,000 
ARB’s (3 Pins Per)? 
(8301) 
Qty __ x $600 
a $ 
—5V Supply? (8308-01) 
a $2,000 
2V/2MV (8307-06) 
6 $3,000 


NOTES 
1. Basic System price does not include test Station. 
2. Standard Prober/Handler logic interfaces are: 
EG1034 8351 
SP 1 8352 
IPT 701/706 8353 
One ARB (Analog Reference Buffer) is required for every group of three pins above 30. 
Required if the system is to have more than one 5MHz Station. 
The sum of active pin cards plus dummy pin cards must be equal in all stations. 
Consult factory for any 3 or 4 station SVII's. 
One set of interconnect cables is required for every 30 pins in an add on 
Station. Hybrid interconnect cables are for mixing 5MHz and 10MHz test stations. 
8365 includes 2 8345 peripheral boards, 30 each utility relays, 150 relay sockets. 
8355 includes 2 8346 peripheral boards, 2 prober adapter boards, 1 each 8349 pinless 
contact rings, 2 each 8347 basic DUT boards, 30 each utility relays, 150 relay sockets. 
All prices FOB San Jose, CA. Prices subject to change without notice. 


ot oo 
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SENTRY VII TEST STATIONS 


30 


30 


5MHz TEST STATION 


Pin Manual 

Station 1 8360-10 ; 
60 Pin Carousel 1 8375-03 
Pin Electronics 15 8342-05 | 
Accessory Kit® 1 8365 


o $23,000 


Pin Wafer Probe (old style) 
Station 1 8350-10 
60 Pin Carousel 1 8375-03 
Pin Electronics 15 8342-05 
Accessory Kit? 1 8355 
Prober Interf.? 1 835x 


O $26,000 


Pin Wafer Probe (new style) 
Station 1 8350-20 
60 Pin Carousel 1 8375-03 
Pin Electronics 15 8342-05 
Accessory Kit? 1 8355 
Prober Interf.? 1 835x 


a $26,000 


Additional 5 MHz P.E. Cards. 
(+6, -30) 15 Max To 60 Pins 
Qty x $1,000 (8342-05) 


o $ 


30 Pin Manual 


1 8360-10 
1 8375-13 

15 8342-03 
1 8365 


Station 

60 Pin Carousel 
Pin Electronics 
Accessory Kit® 
ao $30,000 


30 Pin Wafer Probe (old style) 


30 
e 
e 
e 
@ 
® 


1 8350-10 
1 8375-13 


Station 

60 Pin Carousel 
Pin Electronics 
1 8355 
1 835x 


Accessory Kit? 
Prober Interf.? 
oO $33,000 

Pin Wafer Probe (new style) 


Station 1 8350-20 
60 Pin Carousel 
Pin Electronics 
Accessory Kit? 
Prober Interf.? 


Q $33,000 


15 8342-03 
1 8355 
1 835x 


Additional 10 MHz P.E. Cards 
(+6, -16) 15 Max To 60 Pins 
Qty x $1,375 (8342-03) 


a $ 


15 8342-03 | 


1 8375-13 | 


SENTRY VII TEST STATIONS 


5MHz TEST STATION 


e@ Basic (Select one of the 
3 configurations from 
BLK #4) 

a § 

@ Additional 5MHz 
PE Cards (8342-05) 
Qty _x $1,000 
ao §$ 

e Dummy Cards (8342-02) * 
15 Max to 60 Pins 
Qty___x $25 
ao $ 

@ Interconnect Cables’ 
(8376) 1 per 30 Pins 
2 Max per Station 
Qty _ x $2,500 
a $ 


) fs} 


10MHz TEST STATION 


@ Basic (Select one of 
the 3 configurations 
from BLK #8) 
a $¢ 
@ Additional 1OMHz 
‘PE Cards (8342-03) 
Oty __ x $1,375 
a § a 
© Dummy Cards (8342-02)° 
15 Max to 60 Pins 


® Hybrid Interconnect’ 
Cables (8386-07) 
1 per 30 Pins 
2 Max per Station 
Qty _x $2,500 
ao §$ 

® {Interconnect Cables’ 
(8376) 1 per 30 Pins 
2 Max per Station 
OQty___ x $2,500 
a § 


SENTRY VII TEST STATIONS 


5MHz TEST STATIONS 


Basic (Select one of the 
3 configurations from 
BLK #4) 

o $ 


® Additional 5MHz 


1 
6 


PE Cards (8342-05) 
Qty _ x $1,000 

a §$ 

Dummy Cards (8342-02)* 
15 Max to 60 Pins 
Oty___ x $25 

ao §$ 

Interconnect Cables’ 
(8376) 1 per 30 Pins 
2 Max per Station 
Qty__ x $2,500 

o $ 


OMHz TEST STATIONS | 


Basic (Select one of 
the 3 configurations 
from BLK #8) 

o $ 

Additional 10OMHz 
PE Cards (8342-03) 
Oty__ x $1,375 

o $ 

Dummy Cards (8342-02)° 
15 Max to 60 Pins 
Oty___ x $25 

o $ 

Hybrid Interconnect’ 
Cables (8386-07) 

1 per 30 Pins 

2 Max per Station 
Oty___ x $2,500 

o $ 

Interconnect Cables” 
(8376) 1 per 30 Pins 
2 Max per Station 
OQty__x $2,500 


SENTRY VII TEST STATIONS | 


5MHz TEST STATION® 


e Basic (Select one of the 
3 configurations from 
BLK #4) 
ao §$ 
® Additional 5MHz 
PE Cards (8342-05) 
Oty___ x $1,000 
no §$ 
@ Dummy Cards (8342-02) 
15 Max to 60 Pins 
Qty___x $25 
OP ae Se es 
@ Interconnect Cables’ 
(8376) 1 per 30 Pins 
2 Max per Station 
Qty___ x $2,500 
0 $ 


@ Basic (Select one of 
the 3 configurations 
from BLK #8) 

o $ 

@ Additional 1OMHz 
PE Cards (8342-03) 
Oty___x $1,375 
a $ 

® Dummy Cards (8342-02)5 
15 Max to 60 Pins 
Oty___x $25 
o $ 

® Hybrid Interconnect’ 
Cables (8386-07) 

1 per 30 Pins 

2 Max per Station 
Oty___x $2,500 
o $ 

e Interconnect Cables’ 

(8376) 1 per 30 Pins 

2 Max per Station 

Oty___x $2,500 


10MHz TEST STATION® 


JANUARY 1,197 7 


ACCESSORY OPTIONS _ = 
! PERFORMANCE BOARD GROUP | 


® Solid Center (8345) 
o 6 Oty__x $250 = 
e Solid Center For Textool Sockets (8345-01) 
o Oty__x $250= 
Hollow Center (8346) 
no Qty__x $250= 
DUT Board Blank (8347) 
o Oty___x $60= 
DUT For Textool Sockets (8347-03) 
G Qty x $65= 


rt 


® Universal Load Bd. ASM (8348) 
0 Oty x $555 = 

e U.L.B. Top (8348-01) i 
Oo Oty___x $200 = 


® U.L.B. Bottom (8348-02) 
Go Oty __x $200 = 
Pinless Contact Ring (8349) 
o Qty _x$155= 


O Basic Spare Parts Kit $8,960 

O Supplemental Spare Parts Kit $14,530 

O Pattern Processor Spare Parts Kit $10,750 

If Basic Kit purchased as part of a system order, take 

10% off the kit price. If Supplemental Kit purchased 

with Basic Kit as part of a system order, take 20% off 
the Supplemental Kit price. 

Oo Basic Kit les 10% $6,750 

oO Supplemental Kit less 20% $11,780 


ROMPAT 
ROMPONG 


GLOBS 
LOGREG 
CHANGE FMTAP 
COPJOB PROBE 
COPBMT XMIT 
CSETF DATA 1/0 
PGLOG Comp. Pkg. 
RAMPAT (8486-01) 


hl Save 


el 


MF & CTRL. TOTAL 1THRU 3$ 

TEST STATS. TOTAL 4THRU13$ 

ACCESSORY OPTIONS TOTAL 14 THRU 16 $ 
DELETE — $¢ ) 

TOTAL PRICE $ 


i) 
QO 
QO 
0 
O 
Oo 
0 
0 


COLOR 
o RANCH RED (8370-04) 
Oo DEEPWATER BLUE (8370-05) 
o $1,200 

SPECIAL PAINT: 

SENTRY 610 KHAKI & BEIGE 
co $1,900 


